ELEVATION

East side

*      The ornamental pillar shown in north is higher than all
other sides which should be avoided or the height should
be reduced,

*       Well, exactly in north-east corner as shown on 45,49,
5 land 53 is not correct  It should be a few feet away
from the corner, as in the plan on page 47.
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